Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 06 JUL 2006 


Message Text 


UNCLASSIFIED 

PAGE 01 ROME 12207 260834Z 

12 

ACTION EB-07 

INFO OCT-01 EUR- 1 2 ISO-OO CIAE-00 DODE-OO NSAE-00 NSCE-00 

SSO-OO USIE-00 INRE-00 FEA-01 ERDA-07 AID-05 CEA-01 

CIEP-02 COME-OO FPC-01 H-02 INR-07 INT-05 L-03 NSC-05 

OMB-01 PM-04 SAM-01 OES-05 SP-02 SS-15 STR-04 TRSE-00 

/091 W 

076136 

O 260808Z AUG 75 
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UNCLAS ROME 12207 

DEPT PASS EB/ORF/FSE FOR DAVID WILSON 

E.O. 11652: N/A 
TAGS: ENRGITUS 

SUBJ: MEETING OF US ITALIAN BILATERAL ENERGY WORKING 
GROUP (EWG) 

REF: STATE 202080 

MIGLIUOLO, MFA ENERGY COORDINATOR, INFORMED EMBOFF MORNING 
AUGUST 26 THAT POSTPONEMENT OF EWG MEET FROM SEPTEMBER 3 
TO SEPTEMBER 5 PROVISIONALLY ACCEPTABLE TO GOI. ACCEPTANCE 
WILL BE CONFIRMED FOLLOWING CONSULTATIONS WITH OTHER GOI 
MINISTRIES INVOLVED.VOLPE 
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ISecure: 1 
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